3>ede*t Jtodxje Motel 

U. S. 66 and 91, one mile West of Barstow, Calif. 
Phone: 5421 

A new, nicely furnished, fire-proof and sound-proof, 
fully carpeted motel with full-tile showers and 
Panelray heat. Air-cooled. Radios. Some kitchen¬ 
ettes. 
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